INTERNATIONAL CRYSTAL MANUFACTURING CO., INC. 
40 North Lee, Oklahoma City, Ok. 73192 


Dear Customer: 


We are pleased to acknowledge receipt of your order/inquiry. While processing the 
data you have furnished, we noted discrepancies on the following items : 


ICM can manufacture a crystal if we are furnished the following basic information. 
A. Crystal Frequency 
B. Holder Style 
C. Oscillator load capacitance 


So that we may complete your requirements, we would appreciate your furnishing the 
following additional information, as we have indicated (X). 


Specify Holder 
Forward a copy of oscillator circuit or specify load capacitance. 
/ Specify Equipment Mfgr. and Model Number. 


2A. Specify crystal frequency 
2B. Forward a working sample crystal to be used as a correlation master. 


Reply to the above request: 


DATE (AX KT- in 


PLEASE RETURN ALL ATTACHED PAPERS WITH YOUR REPLY SINCE NO INFORMATION HAS BEEN 
RETAINED. 


